December 11, 1942 


ADVERTISEMENTS for in the | 
Friday’s issue are accepted up to First post on 
Monday, at Dorset House, Starntoed Street, London, 
S.E.1. 

THE CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, 
minimum 2 lines 4/-, or for display advertisements 
30/- per inch, with a * minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 
SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


ELECTRICAL REVIEW 


Original testimonials should not be sent with applications for employment. 


(Supplement) 61 


REPLIES TO 


tions to this effect, addressed to the Man: 
ELECTRICAL REVIEW, of ap 
such cases cannot be returned to them. e name 
of an advertiser using a Box Number will not be 
disclosed. a by lies to Box Numbers should be 
addressed to x Number in the advertisement, 
* ELECTR RICAL REVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made sae to ELECTRICAL 
REVIEW LTD. and crossed. 


OFFICIAL NOTICES 
TENDERS, ETC. 


CITY OF MANCHESTER 


Electricity Department 


FTYENDERS are invited for the supply, delivery and 
erection of :— 


TWO ELECTRICALLY-DRIVEN CAPSTANS 
AND FOUR BOLLARDS 
(Specification No. 784). 


Specification, etc., from Mr. H. C. Lamb, Chief Engineer 
and Manager, Electricity Department, Town , Man- 
chester, 2, on payment of a fee of one guinea, which 
amount will be refunded on receipt of a bona fide tender. 

Tenders to be delivered by 10.0 a.m. on Tuesday, 
5th January, 1943. RE 


. ADCOCK, 
Town Clerk. 
Town 
Manches' 


4th ot 1942. 2874 


SITUATIONS VACANT 


LAGE Manufacturing Company has the following 
Executive vacancies for two good Maintenance 
Engineers :— 

(1) Electrical Engineer to take general charge (under 
Chief Maintenance Engineer) of all electrical instal- 
lations in large factory; must practical and 
technical man understanding E.H.T., L.T. and lay- 
out and maintenance of general manufacturing 


services. 

(2) Heating Engineer, also able to take charge all heat- 

ing and boiler installations in the factory (under 

the Chief Maintenance Engineer); must be practical 

and technical man of good expérience, able to make 

his own suggestions and layouts in regard to large 

high-pressure hot-water and other manufacturing 
systems. 

Both positions are good opportunities and would carry 

_— up to £700 to £800 per annum for the right kind 


‘Apply—Box 2800, c/o The Electrical Review. 


KENT EDUCATION COMMITTEE 


Maidstone Technical Institute 


EQUIRED, as soon as possible, an Assistant Master 
with good ss in Electrical Engineering 
for work in Day and Evening Classes of the Institute 
and the Day Technical School for Boys. There is a 
possibility of some Higher National Certificate work. 
Application should be made on forms obtained from 
the District Secretary, A. W. Peacock, 13, Tonbridge 
Road, Maidstone, and returned as soon as possible to the 
Principal, Technical Maidstone. ones 


TECHNICAL ENGINEER 


[HE DIRECTORS of an important and firmly estab- 
lished Company engaged in the development and 
manufacture of aircraft equipment wish to obtain the 
services of a suitably trained Engineer for its technical 
organisation, which is 4 large one. 

A close association with aircraft and a sound electrical 
ee. are necessary in order that future aircraft 
requirements, may be foreseen and sufficient drive is 
expected to bring to a successful conclusion agreed develop- 
ment work within a reasonable period. 

The position is an important one and calls for ability 
and personal characteristics out of the ordinary. To the 
right candidate the position is permanent and progressive 
and a high salary will be paid. 

All applications will be treated in the strictest confidence 
and in no circumstances will any communication be 
entered into other than with the applicants themselves. 
The successful applicant will be expected to produce 
evidence of fitness to occupy the position offered. 

Should an applicant happen to be a member of the 
Company’s staff that fact will not be regarded as an act 
of disloyalty on his part in view of the importance of the 
position offered. 

Applications, with full particulars of education and 
subsequent experience, should be sent to—Box No. R.414, 
Advertising Agency, South Molton St., 


well-known firm of Conduit Fittings Manufacturers 
require Representatives for the Midlands, Bristol 
d South Wales, and Newcastle. Apply—Box 2876, c/o 
The Electrical Review. 
ON’ LL Gear and Industrial Switchgear Manufacturers 
require Representatives on sole agency terms to cover 
the following areas: Bristol, Plymouth, Southarhpton and 
Oxford. Applicants should have a sound connection and 
give fullest information of present activities.—Box 2860, 
c/o The Electrical Review. 
FectRic Lamp Manufacturers in North London 
require experienced Supervisors for manufacturing 
Write, with details of age, 
—Box «, C/o 5, New Bridge Street, E.C.4. 
LECTRICAL manufacturing firm,. scheduled and _ 
tected establishment, Manchester district, requires 
experienced Sales Correspondent and Order Clerk. Applica- 
tions only considered from person with previous experience 
and able to control order department. Permanency.— 
Box 2807, c/o The Electrical Review. 
LECTRICAL Wholesalers require Clerical Assistant 
Stores Office. of trade desirable. 
London Electrical Co., 92, Blackfriars Rd., S.E.1 2856 
IGH-Tension Switchgear Designs Engineer required. 
Preferably with experience on low oil content and 
air-blast circuit breakers. State age, experience and wage 
required, enclosing copies of recent testimonials.—Box 
2863, c/o The Electrical Review. 
EPRESENTATIVES required by an _ Electrical 
Establishment to call on users of electrical equi 
ment in London, Midlands, and the North. Good pr 
for right man. Apply—Box. 2875, c/o The Electrical 
Review. 
and protected establishment, Manchester 
Tict, has vacancy for Assistant Works Manager. 
pe... considered from person with experience of 
production of small transformers and instruments, and 
able to control, labour.—Box 2806, c/o The Electrical 
Review. 


CLASSIFIED ADVERTISEMENTS 
: advertisements published under a. 
: Box Number if not to be delivered to any particular 
firm or individual should be accompanied by instruc- 
H 
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(TECHNICAL Assistant (female, not eligible for National 
Service) required for Photometry and Testing Depts., 
electric lamp works, London area. Previous experience 
not necessary but int. B.Sc., or equiv., standard essential. 
Write, stating age, exp. and sal. requd., to—Box 2857, 

c/o The Electrical Review. 
Manager, young, for small works, disciplinarian, 
practical and theoretical, for urgent national work. 
Progressive post, interest to right man. State details of ex- 
perience and terms.—Box 8425, c/o The Electrical Review. 


APPOINTMENTS 


Dissatisfaction having been so often essed that un 
successful applicants are left in ignorance of the fact that 
the position applied for has been filled, may we suggest 
that Advertisers notify us to that effect when they have 
arrived at a decision. — will then insert a notice free 
of charge under this he 

RESTON Technical Assistant. 


SITUATIONS WANTED 


-M.I.E.E., young, adaptable, seeks position requiring 
commercial and technical ability, personal assistant, 
etc.—Box 8442, c/o The Electrical Review. 
Physics, Maths., wants high priority war work. 
ees laboratory, technical sales, storage bat- 
teries, light switchgear. Age 27. £450-£500.—Box 8443, 
c/o Review. 
HARTER Electrical Engineer, A.M.I.E.E., 25 
eae experience, generation,. transmission and dis- 
tribution, operation of interconnected systems, metering, 


_ tariffs and pinning. free at the. end of month, wants 


position.—D. I., 1, Selwyn Court, Church Road, Rich- 
mond, Surrey. 8441 
CONTRACT _Engineer, O.H. and U.G. distribution, 
internal installations, requires change. Home or 
overseas.—Box 8438, c/o The Electrical Review. ~ 
ESIGN and Production Engineer, 38, automatic and 
manual switch contro! gear, train and auto. lighting 
equipment. Experience includes layout, detail design, 
estimating, rate fixing and tooling for batch production. 
Also factory layout and administration.—Box 8434, c/o 
The Electrical Review 
FLECTR ICAL Engineer (B.Se.Hons.), seeks change, 
age 35, 12 years’ factory experience, planning 
installations and plant, maintenance and design, also wide 
mechanical experience. Available immediately.—Box 
8391, c/o The Electrical Review. 
LECTRICAL Engineer, M.Sc., 11 years’ all-round 
experience in communication engineering, with 
initiative and organising ability, desires change to a 
position of administrative-technical “character involving 
and responsibility.—Box 8389, c/o The Electrical 
eview. 
LECTRICAL Engineer open for re-engagement. Proven 
organising ability. Works management. Above 
military age. Power plant, maintenance, repairs.—Box 
8387, c/o The Electrical Review. 
LECTRICAL Engineer, recently returned from service 
abroad, with 14 years’ experience power and tele- 
communication work, including audio and radio frequency 
equipment installation on a large scale, seeks employment. 
Qualifications include B.Sc. Honours Elect. Engineering 
with Diplomas in Power Production and Transmission. 
Age 35.—Box 8385. c/o The Electrical Review. 
LECTRICAL Fitter, 44, seeks change. 22 yrs.’ ex- 
perience, H.T. and L.T., switchgear erection, main- 
tenance, copper bar, cable, bench fitt ting, etc. ndon 
area preferred.—Box 8394, c/o The Electrical Review. 
L Storeroom Manager desires change. Exper. in 
showroom, contracting, checking quantities cae 
and used, etc., age 38, exempt M.S. Full partics. includ- 
ing solery to—Box 8444, c/o a Electrical Review. 
EXE® ETIC young man (23), good education, widely 
ae desires elect. a post with plenty of scope 
for advancement and good post-war prospects. Experience 
includes research work on lamps and lighting, photometry, 
statistics, etc. Inter. B.Sc. standgrd, Matric. 
—Box 8448, c/o The Electrical Review. ; 
ON ER, 15 yrs. with chief cable contractors, seeks 
20, Borwick Ave., Walthamstow, 


TADy (37) seeks post as Accountant or Secretary to 
small company, or as assistant to larger company. 
Thorough knowledge of dguble-entry book-keeping to final 
figures. Experienced in “office control.—Box 8431, c/o 
The Electrical Review. 
INS Engineer, 49, E.H.T./L.T., O./H. and U./G. 
with S./Ss.,-1,000/80,000-kW undertakings, London 
and provinces and abroad. Will accept any reasonable 
offer. Charge of district preferred.—Box 8424, c/o The 
Electrical Review. 
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Ravi Engineer, Assoc.I.R.E., H.N.C. (Electrical 
Engineering), City and Guilds radio-communication. 
Several years’ experience in industrial research. Respon- 
sible post required.—Box 8410, c/o The Electrical Review. 


FOR SALE 
HIGH TENSION SWITCHGEAR 


MEZROPOLITAN VICKERS 6.6-kV truck type 
Switchboard, 100-MVA rupturing capacity. Two in- 
coming panels 800-amp., type K1 circuit breakers, kW 
meter, PF meter, maximum demand kWh meter, chart 
recorder and overcurrent relay. Ten Feeder Panels, 300- 
amp., type BBH8 circuit breakers with three overload 
releases, ammeter and meter. One bussection 
panel, 1,000-amp. non-automatic circuit breaker. 

SWITCHGEAR AND COWAN 3-kV_ unused ironclad 
vertical isolation duplicate busbar switchboard, comprising 
two feeder panels, each with 300-amp. circuit breakers, 
overloads 120 and 150 amps. respectively. Earth leakage, 
potential transformers and ammeters. Outgoing trifur- 
cating boxes and incoming cable glands. 


LOW TENSION SWITCHGEAR 
Unused 500-amp., 415-volt ELLISON circuit breaker, 
overloads 350 amps., complete with ammeter floor stands 
and trifurcating boxes. FERGUSON PAILIN 400-volt 
three-panel ironclad switchboard, horizontal draw-out 
isolation. 
Panel 1.—Incoming to busbars. 
Panel 2.—240-amp. oil circuit Mgr aul three overloads, 
ammeter and kW 
Panel 3.—120-amp. oil circuit ‘breaker three overloads, 
ammeter and kWh meter. 
Many D.C. Switchboards in stock. Send for list or aad 
your requirements. 


NEWMAN INDUSTRIES LIMITED, YATE, — 
2880 


COUNTY BOROUGH OF SUNDERLAND 
ELECTRICITY UNDERTAKING 


Switchgear for Disposal 


[HE Corporation of Sunderland invite tenders for the 
purchase and removal from their Hylton Road 
Electricity Works of the following switchgear :— 


One 5,500-volt, 3-phase, 50-cycle, stonework cubicle 
type switchboard and control board, and other 
switchgear. 


Applications for Form of Tender, Conditions of Sale 
and permission to inspect must be made in writing to 
the General Manager, Electricity Undertaking, Electricity 
Offices, Dunning Street, Sunderland. 

No tender will be considered unless it is upon the official 
Form provided, enclosed in a plain sealed envelope 
taking,” addressed to “‘The Town Clerk, Town Hall, 
Sunderland,” and pe by me not later than Satur- 
day, 2nd January, 1943. 

The Corporation do not bind themselves to accept the 


highest or any tender: 
G. 8. McINTIRE, 
Town Hall, Town Clerk. 
Sunderland 
7th December, 1942. 2879 


ELECTRIC MOTORS & DYNAMOS 


We: hold one of the largest stocks of New and Second- 
hand Motors. Secondhand machines are thoroughly 
—— Inspection and tests can be made at our 

or! 


For Sale or Hire. Send your enquiries to:— 
BRITANNIA MANUFACTURING CO., LTD., 
22-23 BRITANNIA STREET, 

CITY ROAD, LONDON, N.1. 


Telephone: 5512-3 Clerkenwell. 13 


4 
- 
‘ 
: | 
3 


December 11, 1942 
GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL : 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, 
Telephone: Shepherds Bush 2070. 


W.12. 


STANNINGLEY, NEAR LEEDS. 
Telephone: Pudsey 2241. 


27 
FOR SALE 


-h.p. “‘B.T.H.”” D.C. Motor, 230 volts, 580 r.p.m., 
with starter. 


35-h.p. ‘B.T.H.’* D.C. Motor, 220 volts, 750 r.p.m., 
with starter. 
20-h.p. A.C. Ball’ Bearing Motor, 
us Volts, 3- phase, 50 cycles, 2,940 r.p.m., with starter. 
10-h.p. ‘*Mavor & Colson’’ D.C. Motor, 500 volts, 500 
r.p.m., with starter. 
9-h.p. “BT D.C. Motor, 480 volts, 1,070 r.p.m., 
starter. | 
“‘Crompton’’ D.C. Motor, 400 volts, 800 r.p.m., 
mt starter 
“Crompton” D.C. Motor, 480 volts, 850 r.p.m., 
starter 
32-amp. “*A. E. G.” 110-volt D.C. Generator, with regulator. 
4-h.p.‘* Magstarlite’’ A.C. Motor, slip ring, 220 volts, 
1-phase, 50 cycles, 720 r.p.m., with starter. 
9-h.p. ‘‘ Blackstone’’ Horizontal Diesel Engine, 300 r.p.m. 
LEACROFT MACHINERY COMPANY, 


1, London Road, Staines. ‘Phone 3337. 
2873 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
' ENGLISH ELECTRIC CO. . 


4.-Panel Ironclad Industrial Oil Immersed Switchboard, 
totally enclosed, comprising :— 
; x 1,000-amp. Switch Cubicle. 


x ee ” ” Draw-out type, SXA on 


— ” »  SXD on 
‘Complete with Busbars. 
ALSO 
Switch Cubicle, Draw-out type, SXA 


MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 
GRICE STREET, WEST BROMWICH. 


44 
WATER TUBE BOILERS IN STOCK 
One 35,000 Ibs. evaporation, 205 Ibs. W.P. 
Two 25,000 ” 250 
Two 12,000 ,, 200 
One 12,000 ,, 160 
One 4,000 160 . 
We instal complete, ‘tactading brickwork. Economisers, 
Pumps, Piping Valves, Generating Sets and Motors in 


stock. 


us your enquiries; we can give 
immediate delivery. 


TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


Please 
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MOTOR GENERATOR SETS 


Burr to customers’ requirements of available new and 
used plant, many in stock at Wembley—inspection 
invited. Please send us your enquiries—twe can help you 
to save time 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex, 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 


Phone: Northerr 0898. 
26 


NEW SLIP RING MOTORS, 400/440 v., 3-ph., 50 cy. 


20 h.p. 1,400 r.p.m. 
25 h.p. 1,400 r.p.m 
25 h.p. 960 r.p.m 
35 h.p. 960 r.p.m 
40 h.p. 960 r.p.m 
50 h.p. 960 r.p.m. 
25 h.p. 730 r.p.m 
50 h.p. 730 r.p.m 
125 h.p. 575 r.p.m. 
150 h.p 366 r.p.m 


All complete with liquid starters. 


ELECTROGENERATORS LTD., 


14, Australia Road, Slough. Phone 22877. 
2864 


A NUMBER OF TRANSFORMERS- 


50 kVA, 75 kVA, 100 kVA, 200 kVA, 300 kVA, S.P., 
2,100/210/105 v. 


150 kVA, 3-phase, 11 kV, 400/230. 
100 kVA, S.P., 3,300 v., 400/220. 
Also 
Ammeters, Voltmeters, Circuit Breakers, 
S.P. and D.P. Fuse Boxes. 

All in good condition. 


For details apply to Box 2845, c/o The Electrical Review. 


Semi-portable Petro! Welding Set, 220 amps, 80/100 
volts, shop soiled, unused. ‘‘ Bargain.’’—Box 2870, 
c/o The Electrical Review. 
A“ and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 
Repairs and recalibrations.—The Victa 47, 
Battersea High Street, S.W.11. Tel. Battersea 0 19 
.C. and D.C. Motors, all sizes, large pha fully 
guaranteed.—Milo Engineering Works, Milo —= 
East Dulwich, S.E.22 (Forest Hill 4422 
ERIAL Cables, all sizes quoted for: good PPR 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, S.E.1. 8451 
APPLIANCE Cords of most sizes and types, complete 
with plugs or B.C. adaptors, delivered from stock. 
State requirements.—Box 8436, c/o The Electrical Review. 
APPROX. 17,000 yds. 1/22 unused old stock Bell Wire, . 
2s. 100 yds.; 260 3-pin, 2-amp. Handsheeld Wall 
Sockets and Plugs, good condition, 9s. doz.—G. B., 44, 
Broxholm Road, London, 8.E.27. Gip. 2267. 8433 
ERESFORD Stork Centrifugal Self-Priming Pump, 
3.000 g.p.h., 14 h.p., 230/250 v., single-phase motor 
on bed plate BAG. push button starter. £50.— 
The Electron Co., 36, Baxter Gate, Loughborough. 8446 
BE! English Cables, all standard sizes 1/.044 up to 
127/.103, good deliveries against Government_con- 
tract number.—Edwardes Bros., 20, Blackfriars Road. 
London, S.E.1. 8452 
ERRANTI and C. & H. D.C. House Service Meters, ‘ 
reconditioned and guaranteed, 5, 10 and 20 A.: 
quarterly and prepayment.—Kippax Bros., Boot Street. 
Burnley. Tel. 2363. 33 


| 
| 
| 
| 
| 
| 
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Foe Sale, Petter 18/21-h.p. Semi-Diesel Engine, 
No. 211942, in running order. Can be inspected, 
Essex. Cheap for quick sale.—Butcher & Son, co, 


x. 
OR Sale, 200-kVA Transformer, new condition, by 
English Electric > 8-phase, 50 cycles, 6,600/550/ 
380 volts. Price £80.—The Swansea Brickworks Co. Ltd., 
Forestfach, Swansea. 2827 
ENERATOR, 6 kW, D.C., 220-230 volts, 750 r.p.m., 
by G.E.C., for sale, in very good condition. Best 
offer over £20 accepted. Write—John Foster, Esq., Clap- 
worthy Mill, Clapworthy, nr. South Molton, N. Devon. 
Telephone, South Molton 140. 2866 
MMEDIATE deliveries of most sizes and types of 
lexible Cords and Cables, for essential purposes.— 
Box 8432, c/o The Electrical Review. 
OHLER Automatic Sets, 110 v., 800, 1,500, 2,000, 
3,000 w.; 220 v., 1,500 w. : Diesel Set, 4 cyl., 11 kW, 
10/160 v.; 3-kW Set, 230 v., comp. oil driven; Pelapone 
5et, 100/140 v., IIa, on bed, panel.—E. Binns, 156a, 
falsgrave Road, Scarborough. 8449 
ARGE quantity 16mm. and 11mm. solid and cored 
rc Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London. be 8453 
RGE quantity 110-volt, 20-w., “‘ ring’’ make M.F. 
B.C., che —Edwardes Bros., 20, 
friars Road, London, 8.E.1 8 
EAD-covered and Armoured Cables, P.I. and V.I. zn 
various special lines at low prices.—Edwardes Bros., 
20, Blackfriars Roa d, London, S.E.1. 8455 
EGGER,” constant voltage 2,000 megs, and Bridge 
Megger,”’ 40 megs. Also ordinary ‘* Meggers.’’ 
—Box 8413, c/o The Electrical Review. 
EG . Evershed, 500 v., variable pressure, 100 
megs, teak case, good condition, £20 or_nearest. 
Seen by appointment, London.—Box 8485, c/o The Elec- 
trical Review. 
ONOMARK. Permanent conf. address. 
redirected. 5s. p.a. Write—BM/MONO53, W.C.1. 
OTOR Generator Sets ~ Convertors, all sizes enn 
voltages from 4 kW wu 500 kW in stock.— 
Britannia Manufacturing Co., Ltd., 22/26, Britannia Walk, 
ty Road, N.1. "Telephone, Clerkenwell 5512, 
5513 and 5, 28 
AM EPLATES, Engraving, Stencils, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far Gosford 
Street, Coventry 14 
HONE 98 Staines. 400-kW Belliss Steam Set; 50-kW 
Hindley ditto, 440/220 volts D.C.; 60-kW_ Allen 
Crude Oil Set, 220 volts D:C.; Ruston ditto, 74 kW. 110 
volts; 45-kW Belliss Steam Set, 220 volts; 35-h.p. Ruston 
Crude Oil Engine.—Harry Gardam & Co. 


‘Poxceram Insulators and Spindles, also Cleats, 
Bros., 20, Blackfriars Road, 
London, 8456 
Prreactonms for Electric Fires and Boiling Rings 

assembled with best quality spirals, 750 watt and 
1,000 watt, delivered from stock.—Box 8437, c/o The 


Electrical Review. 
OTARY Converters in all sizes; enquiries 
221, City 


stock, 
—Universal Electrical, 
London, E.C.1. 
(sale or hire), Instrument and Resist- 
ance Wires, T.R.S., Lead and other Cables and 
Mlexibles, surplus Lamp “Bulbs, Carbon Rods, Ebonite, 
Fibre, Hightensite, Porcelain House-wiring and other Cleats, 
Reels and Knobs, Mirrors, Lenses, etc.—London Electric 
firm. ‘oydon 2859 
INGLE. -core V.I.R. Braided Flexible, insulated, 
carry 24 amps., tm —Edwardes Bros., 20, Black- 
friars Road, Lendon 8457 
PECIAL Offer, O64 Twin C.T.S. Cable, 300- 
lengths; also 7/.044 and_7/ 
eee. —Edwardes Bros., 20, Blackfriars Road, London, 


Starr Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
dition. tite—Box 528, Smiths, 100, Fleet Street, 
London, E. 31 


WITCH and Fuse Units, Conduits and fittings, works 
requirements stocked.—Edwardes Bros., 20, = 


_ friars Road, London, 8.E.1. 
TB. .S. Cables and Flexible supplied to M.O.S. require- 
ments.—Edwardes Bros., 20, Blackfriars i. 
London, 8.E.1. 8460 


IME Switches, various types and sizes. Enquire— 
Kippax Bros., Boot Street, Burnley. 2778 
5* tons of es condition V.I.R. Cable, 153/.072, 50-ft. 
engths, 600 amp. 400-kW ‘‘Allen’’ Turbo-Generating 

Set, ‘590/250 volt D. ‘C. 250-kW Motor Generating Set, 
input 6,600/3/50, output 440/550 volt D.C.—Stewart 
Thomson & Sons, Fort Road, Seaforth, Liverpool, 21. 20 
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ea Speed Commutator Motors. One 5/15-h.p. 
T.H.”’ 400 volt, 3-phase, 50 cycles, 483/1, go 
r.p.m., B.T.H.”’ oil-immersed startin; 
gear; One 9/124-h.p. ‘‘ Siemens,”” 220 volt, 3-phase, 30 
cycles, 365/730 r. D. in. +, complete with airbreak resistance 
type starter.—Stewart Thomson & Sons, Gladstone —— 
Seaforth, Liverpool, 21. 
60 -h.p. (two), 400/3/50, 360-r.p.m. slip ring, three bail 
bearing type oe ge on bedplate by Brooks, with 
Ellison gear, rails, and pulley. B 
ton’s Field Mill, Atherton. Phon 
skW Steam-driven Bet, compound high- 
speed steam engine with 460-volt D.C. generator, 
compound wound, 500 revs., on_self-contained bed.— 
Thomas Mitchell & Sons Limited, Bolton. 2877 
)-kVA Alternator by L.D.M., 3/50/400, 600 revs., 
«/ three-bearing machine.—Thomas Mitchell & Sons 
Limited, Bolton. 2878 
00 Prismatic Bow! Lighting Fittings, with chains and 
ceiling roses, for sale-—Wood, 134 Abbotts Drive, 
N. Wembley, Midd'esex 8445 
200": -p., 400/3/ 50, 485-rev., S.R., Mather & Platt, 
3- bearing type, with Ellison switchgear.— 
Bros., Burtons Field Mill, Atherton. 


230 v., single-phase A.C. Motors with ee: 5-h.p. 
Parkinson. 1,440 r.p.m., “Brook, 

£30: 10-h.p. Brook, 1,500 £35.— 
173, Kingston Road, New Malden, 


500 Electric Motors, Dynamos, Transformers, Con- 
verters, etc., etc., at low prices.—S. C. Bilsby, 
A.M.LC.E., A.M.LE.-E., Crosswell Langley, near 
Birmingham. Phone, Broadwell: 1359 21 
Orw Bruce Peebles Motor Converter, 11/6.6 
’ kV_incoming, 500/550 volts D.C. output. 
Complete with all switch gear.—Newman Industries Ltd., 
Yate, Bristol. 25 
-kW Electric Turbo Genera- 
’ ting Set; 440/500 volts D.C., Ibs. pres- 
sure for superheated steam, with surface condensor, 
pumps, etc.—Thomas Mitchell & Sons, 
‘olton. 


ARTICLES WANTED 


GECONDHAND PLANT AND MACHINERY required 
at once. Please inform our nearest office. 


ros., 


Wood Lane, W.12. 

EDS : Works. 

BIRMIN GHA 1, Corporation Street. 
MANCHESTER : Callen Street, Pendleton. 
GLASGOW : Cogan Street, Pollokshaws. 
SHEFFIELD: Coborn Works, Tinsley. 
SWANSEA: Prince of Wales Doc 
NEWCASTLE-ON-TYNE: 12, Grey Street. 
SOUTHAMPTON: Princes Street, Northam. 
3ATH: Lower Bristol Road. 

3ELFAST: Sydenham Road. 

REDRUTH: 25, Albany Road. 


GEORGE COHEN, SONS & CO., LTD. 


CCUMULATOR Plates (old) and lead Peroxide; as 
actual smelters we pay top price. Also old storage 
batteries, and whole installations 
i ae evy & Co., Ltd., 18, St. Thomas Street, 8. =. 
op 2 
Cou Winding Machines required. Please send fall 
Rev details and price to—Box 2861, c/o The Electrical 
eview. 
LECTRICAL Motors wanted of any size, but prefer- 
ably Standard A.C., or would consider 220 volts 
D.C. Firms having redundant electrical equipment of 
any description should communicate with—Box 2855, c/o 


The Electrical 
S00 w.; Voltmeters, 0/250 


800 or 1, 
A.C. and D. C. ier "8450, “fe The Electrical Review. 
IL Pressure Governor wanted for 10-h.p. water-driven 
turbine. Full particulars to—John Foster, Esqa., 
Clapworthy Mill,~Clapworthy, nr. South Molton, N. 


EQUIRED, 120-170-h.p. Diesel Engine, between 600- 
1,000 revs., vertical, light weight, good order. Full 
to—‘‘ Pontoon,” Box 2867, c/o The Electrical 
eview. 
— Switches, several, self-winding, 230 volts, 10, 20 
r 30 amps.—Universal Tyre Coy. (Deptford) 7 
13-21, "Deptford Bridge, 8.E.8. 
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ARIOUS Dynamos required, 3-15 kW, between 50 
and 110 volts, late design.—*‘ Weld,’’ Box 2869, c/o 
The Electrical Review. 
ANTED, copy of “‘ Principles of Alternating Current 
Machinery,”” by R. R. Lawrence.—Box 8439, c/o 
The Electrical Review. 

ANTED, Reflectors, 2 or 3 gross, hexagonal or 
octagonal, mirror glass or similar, approx. 
across, centre hole 14” approx., for fitting over lamp 

bulbs.—Box 2871, c/o The Electrical Review. 
ANTED, Rotary Converters, any size.—Universal, 
221, City Road, London, E.C.1. 22 
ANTED urgently, 1,000-kVA, or near, | Mixed Pressure 
Turbo-Alternator, with or without Condensing Plant, 
any voltage considered. Forward full details, price and 
where inspected.—Box 2858, c/o The Electrical Review. 
ANTED, 500-amp., 60-volt Generator.—Fyfe, Wilson 
& Co., , Bishop’ s Stortford. 2881 
50%: “kVA Alternator, 750-1,000 revs., 400-3-50, 4 
ready for work, urgently required.—"* War,” 
2868, c/o The Electrical Review. 


WORK WANTED AND OFFERED 
RMATURE Winding a speciality.—Kingsland Electric 
Service, 111, Clarence Rd., E.5. AMH. 4166. 8447 
REWINDING and Repairs. We specialise in rewind- 
ing, etc., Electric Tools and small Motors. Prompt 
attention and guaranteed work.—Southern Ignition Co. 
Ltd., 190, Thornton Road, Croydon. Phone, THOrnton 
Heath 4276/7/8. 40 
[RANSFORMERS, single and three-phase. All types 
up to 10 kVA.—Woden Transformer Co. (Phone, 
Wolverhampton 22829), Thornley St., ne 11 


AGENCIES 
ANUFACTURERS’ Agent is open to consider 
additional agencies for Scotland.—Box 8412, eo 

The Electrical Review. 

ANUFACTURERS’ Agents, covering Lgl — of 
~) Great Britain and Colonies, are desiro 
ing manufacturers with a view to sole selling "rights ¢ (either 
commission or buying), post-war arrangements considered 
—Box 23, c/o The Electrical Review. 


EDUCATICNAL NOTICES 


LATEST A.M.1.E.E. RESULTS 


the Examinations held the of 
- Electrical Engineers ye Candidates sat who had 
taken B.I.E.T. courses. Of these 397 were aE in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
ond indicates the very high efficiency of 
A —— system of Technical Training which we have 


The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 


We have available a large full-time staff of instructors, 
while the efficiency of our extensive organisation is a 
byword among engineers. 


t-wire, 
Box 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘“‘ ENGINEERING OPPOR- 
TUNITIES"? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, 
the ambitious engineer. 


oe highly informative handbook will be sent FREE 
and post free on request. 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 
Established 1927—over 140,000 students. 
12, Shakespeare House, 17, 18 & 19, Stratford Place, 
Oxford Street, London, W.1. 


8411 
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handbook is of very real value to — 
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MISCELLANEOUS 


IONSULTING Chemical Engineer, responsible for the 
plant and manufacture of large quantities of electric 
cables and insulating materials, wishes to get in contact 
with electric cable makers for the purpose of manufac- 
turing materials indicated without paper or rubber. Paper 
manufacturers who would also be interested in making 
paper without wood fibre communicate—Box 8440, c/o 

The Electrical Review. 
ON’T disclose your plans. Produce blue prints and 
black line copies, etc., in your own office without 
glass frame, privately and economically. _‘* Arcoflex ** 
Copiers from 28 shillings. As supplied to H.M. Govern- 
ment. Priority permit not necessary. List for 2d. stamp. 
Boughton, 53, Kenley Road, Merton, 
263 


‘ESLIE Dixon & Co.; and Electradix Radios, Dynamos, 
Motors, Switchgear, Chargers and Telephones. New 
address: 19, Broughton Street, Queenstown Road, Batter- 
sea, S.W.8. Telephone, Macaulay 2159. Nearest Rly. 
ita. : Queen’s Road, Battersea (S.R.). 18 


4 LICHFIELD TERRACE, RICHMOND 
SURREY ——Richmond 0222 & 4680 


AND 
DIELECTRIC MATERIALS 


Cable, Condenser, Coil, Transformer and Resistance 
impregnating, dipping, sealing, filling and finishing 


A.D. TYPE APPROVED WAXES 
to meet both ARCTIC and 
TROPICAL conditions 


WEST DRAYTON 2189 


TELEPHONE : 


WEST DRAYTON, MIDDLESEX 


| 
| 
Cul 
Small Instrument Compgreyys 
i 
COMPANY LTD 
2 
BOISSELIE 
AL WORKS 
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_AGRO BAKELITE BLOCKS_ 


THE ALTERNATIVE TO WOOD BLOCKS 
AS SUPPLIED TO THE 


AIR MINISTRY 
PROMPT DELIVERY 


No. 5050 Round type for one 2” 
or 24” 5-ampere switch. 
No. 7070 Round type for one 2” 
centre Ceiling Rose. 
No. 8080 Oblong type for two 
2” or 24” 5-ampere switches. 
BROWN BAKELITE 


T.M.C.-HARWELL (SALES) LTD. 


BRITANNIA HOUSE, 233 SHAFTESBURY AVENUE, LONDON, W.C.2 
Telephone : TEMple Bar 0055 (3 lines) Telegrams : ‘ Arwelidite, Westcent, London ’’ 


ELECTRIC FIRES 


To-day we cannot give you the 
service we would like, but when 
the war is won we hope td have 
‘the opportunity of satisfying you 


INGRAM, KEMP & JOYNER 
Newtown Row Birmingham / 


es A POWERFUL, ROBUST, SELF- 
Y SUSTAINING WINCH 
Smallest wall space, side or front 


driving, ‘ial type 


barrels, com! 
S 
wertical 
operation, 
ote. 
plane Hangars, Electric 

Lighting Fittings in Halls, 
Hotels, etc., Dampers, Curtains, 
laundries, Steamer Lida, Hospitals, 
Signs, Street Lighting, A.R.P., Clothes 
Racks, Railway Station Lighting, Hoses, etc. 

Phone : Uplands 4871/2 


Erecsric Finy. GoYDON. 


RATCHETS, PAWLS, SPRINGS 
NO OR GEAR WHEELS 


WY) fp 


BATTERY CHARGERS 
TRICKLE CHARGERS 


for all purposes. 

QUIK-CHARGE”’ CHARGERS 
are well known for reliability 
6 Thousands already in use. 


Mmm Send for interesting booklet and 
attractive terms to Dept. “Q5.”’ 


Also used 
for Blinds, Aero- 


MANCHESTER! 


== 
yy / PATENT No 393110 
4 
NES 
== 
Marketed 
| 
: 
; IS 
: 
unbaken 
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TRANSFORMERS 


give 


YORKSHIRE ELECTRIC 
TRANSFORMER CO. LTD. 
EMPIRE WORKS 
DEWSBURY 


Semel. PHONE 1691-2 


Lionel Robinson 


London, W.C.I 


Telephone - » HOLborn 6322 


= 


4 
4 
$$$ 
= = : 
= 
= 
= 
= 
= 
= Stoc = 
= 
| 
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FRACTIONAL H.P. 
MOTORS 


We are interested in the 
| development and manu- 
| facture of all types of 
| high-grade F.H.P. motors, 
| whether in quantities for 


f embodying in manufac- 
| turers? own products, or 
as single units. 


CROYDON 


ENGINEERING COMPANY LIMITED 


COMMERCE WAY PURLEY WAY CROYDON 
Telephone CROYDON 4125-8 Telegrams SYNCROY.CROYDON 


LIGHTING 
FITTINGS 


—until better 

times, available 

only for essential 
war purposes 


Also 
Fuse Gear, Switchboards, Plugs and 
Sockets, Lampholders 


McGEOCH « 


Warwick Works, 46 Coventry Road 
BIRMINGHAM 10 
also GLASGOW and LONDON 


OT 

RESISTING ALLOYS 
AND LEAD 
BRONZES. 


THE PHOSPHOR BRONZE 
COMPANY LIMITED 
WITTON- BIRMINGHAM -6 


(A BIRFIELD COMPANY ) 


STAINLESS STEEL 


We specialise in High Pressure and 
Vacuum Process Vessels of all capaci- 


ties. Special Fabrications to customers’ 
own requirements. 


PIPEWORK @ DOWNTAKE 
EXPANSION COMPENSATORS @ 
VALVES AND TRAPS @ HEAT 
EXCHANGERS STAIN- 
LESS STEEL FABRICATED 
WORK @ SUPERHEATERS @ 
ALL CLASSES OF GENERAL 
MACHINE WORK 


Telephones: Stockport 3604 (3 lines) 
BOLTON'S SUPERHEATER & PIPEWORKS LIMITED, STOCKPORT 


i 
i a if 
@ j 
: \ Wf 
CONS UL YT, 
=> 
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AN INDEPENDENT COMPANY, MAKERS OF E.H.T. 
AND L.T. PAPER MAINS CABLES, VARNISHED CAMBRIC 
C.T.S. MINING TRAILING, “IVERITE” INSULATED CABLES 


BRITANNIC ELECTRIC CABLE & CONSTRUCTION CO. LTD. IVER BUCKS 
Telephone: IVER 491 Telegrams “ BRITANNIC, IVER” 


TUBES : Round, Square or Rectangular, in 
Mica or Bakelite. 

MICANITE: In Moulding, 
Commutator qualities. 

HEATER MICANITE for Domestic and other 
Electrical Appliances. 

MICA : Uncut or cut to size and calibrated. 


Flexible and 


MICA for all Electrical Gear and Domestic 


Appliances. 

MICAFOLIUM MICA PAPER MICA 
CLOTH . STEEL TUBES AND BARS 
INSULATED WITH MICA OR BAKELITE 
LEATHEROID FIBRE . BAKELITE 


SHEET, ETC. 


Contractors to Admiralty, Air Ministry, War Office and other Government Department lists 


H. CLARKE & CO. 


(MANCHESTER) LTD. 
Telephone: ECCLES 2001-2-3-4-5 


ATLAS WORKS 
PATRICROFT 
MANCHESTER 


Grams: Pirtoid, Phone, M’chester 
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ITANNIC 
ABLES 


y 


Non-reversing “RQ":— 
uni-directional, stops 
every half-revolution 
of the final shaft. Torque 
36.5 inches lbs. at 1 


r.p.m. Final Shaft 
speeds:— 1, 0.5, or 
0.22 r.p.m. 


The Reversing “RQ" 

motor :—capacitor in- 

duction type, fitted with 


ELECTRICAL REVIEW 


case with machine-cut 
-> gears running in oil. 


either the standard 
switch to make one 
half- revolution and 
stop, or with a special 
switch to make one 
revolunon in either 
direction and_ stop 
Torque 60 inches lbs. at 
lr.p.m. May be adap- 
ted to meet individual 
requirements. 


[HE DRAYTON REGULATOR & 
INSTRUMENT CO. LTD. DRAYTON 
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SAMUEL JONES: cope 


16/17 NEW BRIDGE ST-EC4 cenre6500 


DENNIS SWITCHGEAR 


Ironclad 


Industrial 

Switchboards, Substation Equipment 

and Feeder Pillars, Switches, Switch- 

fuses, Distribution Boards, Re-wirable 
and H.R.C. Cartridge Fuses 


G.P. DENNIS LtTp. 


ST. MICHAEL’S STREET, CHESTER 


London Office : 66 Victoria Street, London, S.W.1 
Telephone : Victoria 6565/6 


and Cubicle 


ONDED pap 
STRENGTH ER INSULAT) 


ECTRICAL PROPER 


H MECHANICAL 
UT Fy 


the 
MICANITE & INSULATORS 


COMPANY 
WALTHAMSTOW 


LIMITED 


LONDON, E.17 


Telephone: LARKswood 1044 (Pte. Br Exch) 


Note the tongue which 

ensures perfect and 

permanent contact. 

to fix, Nuts cann 

turn. All sizes from half to two Inches 


THE DONOVAN ELECTRICALCO.LTD. 


BIRMINGHAM 9 
Electrical Manufacturers and 


IMPREGNATED 
= AND COATED 2 
| 
| 
| 
g. Trade Mark 
EARTHING CLIPS 
AWITH SPECIAL 
BITE AND GRID jj 
REE); 
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The 46-range Model 7 Universal AvoMeter. 


The world-wide use of dependable accuracy, 
“AVO” Instruments is which is often used 
striking testimony to their as a standard by which 
outstanding versatility, instruments are 
precision and_ reliability. judged There is an 


“AVO.” Instrument for 
every essential electrical 
test. 


In every sphere of elec- 
trical test work they 
are appreciated for their 


Some delay in delivery of Trade Orders is inevitable, 
but we shall continue to do our best to fulfil your 
requirements as promptly as possible. 


Sole Proprietors and Manufacturers : 

AUTOMATIC COIL WINDER & ELECTRICAL 
EQUIPMENT CO., LTD., Winder House, Douglas 
Street, London, S.W.I. Phone : Victoria 3404-7. 


LITHOLITE FIREPROOF 
GRADE AND IN BAKELITE 


TERMINAL 
BLOCKS 


2-Way 
3-Way 
4-Way 
sive and Modern Factory. 8-Way 


& STALBANS MOULDINGS 
LIMITED 


SANDOWN ROAD. WATFORD. HERTS. 
TELEPHONE: WATFORD 4494 
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CONDUIT 


BRASS ADAPTORS 


for 
FLEXIBLE 
METALLIC TUBE 


These fittings are available 
with or without grub screws. 
The range covers standard 
bores and conduit sizes. 
Those with grub screws can 
be supplied female or male 
Conduit. 


ALL SIZES OF BRASS 


BUSHES, EARTH CLIPS, 
CONDUIT FITTINGS. 
PROD uch Stocked by leading Wholesalers 


For details ask for List No. 8541/E.R. 


ETROPOLITA 
ELECTRIC SUPPLIES 
Sole Proprietor: D. G. E. BARRIE 
Metway Works, King St., Brighton 


Phone : Brighton 4456. Grams : Metway, Phone, Brighton 


DETERMINES 
THE (0 


ARLE 


ACCURACY 
UNIFORMITY 
RELIABILITY 
SERVICE 
sk COMPETITIVE PRICES 


EXPRESS DELIVERIES DAILY IN LONDON AREA 


The VARLEY MAGNET COMPANY 


BLOOMFIELD ROAD 


Woohwich 1425 (6 lines) W OOLWICH, S.E.18 


AK 
4 10-Way 
12-Way 
= 
ITHOLITE 
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Index to Advertisers 


The fact that goods 
supply owing to war conditions are advertised in this 
Journal.should not be taken as an indication that 


made of raw materials in short 


they are necessarily available for export 


PAGE 
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PAGE 
Donovan Electrical Co. Ltd... .. 70 
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D.C. MOTOR STARTERS 
STARTER REGULATORS 
SHUNT REGULATORS 
“RIBOHM”’ GRID RESISTANCES 


WILLIAM GEIPEL LTD. 


Telephone : Hop 0594 (3 lines) 


CONTROL 


AUTOMATIC STARTERS A.C. & D.C. 

OIL IMMERSED CONTACTOR STARTERS 

ACROSS LINE CONTACTOR STARTERS 

CONTACTOR SWITCHES, PUSHES, ETC. 
(Head Office) 


156-170 BERMONDSEY STREET 
LONDON, S&.E.1 


ounters by 


38 BARRETT’S GROVE 


ILLUSTRATION SHOWS MODEL C.W. REVOLUTION COUNTER FOR 
COIL-WINDING MACHINES, MAXIMUM SPEED 6,000 REVS. PER MIN 


SEND FOR FULL LIST OF COUNTERS 


MODEL w. 


English Numbering Machines Ltd. 


LONDON N.I6 
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“NOLOS TRAP 


HOPKINSONS 


LONDON: 


Hopkinsons’ Nolos’ Patent 
Slide Valve Trap (for contin- 
uous discharge) is suitable for 
superheated steam mains and 
general drainage equipment where a 
closed system is employed. 

The‘ “Robut’ Patent Slide Valve Trap (for 
intermittent discharge) is for drainage 
purposes where open systems are used 
and where there is liable to be a con- 
siderable quantity of air in the pipes. 


34 °NORFOLK. STREET, STRAND, 


ROBUT 


TRAP 


LIMITED - HUDDERSFIELD 


W.. 


A591 /3582 


FIRE canuot harm 
PYROTENAX Cable 


r= reasons of safety 
and reliability, and 
the ease with which it can 
be installed, Pyrotenax 
Mineral Insulated Cable 
is being specified for an 
increasing number of 
Power: Station and Sub- 
station 
the leading 
Companies, nd 
Industrial 
in Great Britain and the 
British Empire. 


In addition to its com- 
plete fireproof properties 
it is also unaffected by 
oil, industrial atmos- 
pheres and condensation. 


installations for’ 


at right angles, 
flattening in a 
vice, successfully with- 

stood consecutive pressure 
tests of 4 iv without breakdown. 
2. After flattening to less than 
——— insulation still preserved 

and 


3. Flattened and doubled 
diminution of electrical properties, 


WITHSTANDS FIRE AND 


PYROTENAX LTD., HEBBURN-ON-TYNE 
London Office : 7 Victoria Street, London, S.W. 
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Arrow Electric Switches 
HANGER LANE, LONDON, 


<p 6496 
“TELEPHONE _ TELEGRAMS 
Putney Westolelco-Put 
4281-3 London 


SOLENOIDS 


WESTOOL Your uNK PUTNEY 


LONDON S.W.15 


4 h.p. motor, Dis- 
24 cu. ft. per 
min. Working 
= 60 Ibs. 
Inflation to 


DONT BUY ELECTRIC LA 
Pe USE THE 


UNIVERSAL LAMP LOCK 


CONTINUALLY SAVES COST OF LAMPS 


. MANUPAGTUREDLBY 
JABROOK LTD, LORD STREET. HUDDERSFIELD. 


you 
(2402-2 2420 
W.5 
| 

Write for leaflet 
C.B. 58 : 
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BELLING € LEE LTD 


CAMBRIDGE ARTERIAL ROAD, ENFIELD, MIDDX 
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AUTOMATIC Pumps 


For draining Air-raid — 
Shelters and Cellars 
All enclosed 
Robust construction 
AC Single-Phase Supply only 


WRITE FOR FULL DESCRIPTIVE 
FOLDER TO 


PARTRIDGE, WILSON 
& CO. LTD. 
LEICESTER 


-@ 
— 
a 
<P 5919 : 


BILLET WORKS ROADyWALTHAMSTOW LONDON E {7 
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ce 


At present our effort 
is devoted entirely to the manufacture 
of small screw machine products. 
We look forward to the time, however, 
when we can give you the same service 
and attention as we have done in the past 


ELECTRICAL CONDUCTORS 


jon-ageing, Non- 
on proof, Damp-proot Durawire with Two 
Resistant to all otmospheric and lasulatiog Layers 


High dielectric properties cant 


(Green). and 7; 
Send for List Nos 


and various grades of flexibility. 


DURATUBE & WIRE. LTD. 


FAGGS ROAD, FELTHAM, 3332 


es YOUR ELECTRICAL WORK 


Ourathreefiat 
ENAMELLED IRON SHADES 


BI6é BI7 BY Bis 
AND BE SURE a y N 
‘ SHADES 


BY. Five sizes from 9” x 3” to 15” x 5” (Blue). 
A.R.P. or BANK SHADE DISPERSIVE SHADES 
BI6. Size 63)” x 53” BI7 

ree 


LECTRICAL 


—— —— BARRIES 


Goldstone Crescent, HOVE 4 
Phone : Preston (Brighton) 4388 


50 YEARS’ 
EXPERIENCE 
manufacturing 
A.C. MOTORS 
1-150 B.H.P. 


-BRITTAIN’S 


(FORMERLY LANGDON-DAVIES 
MOTOR CO.) 


EASTDOWN WORKS 
DERMODY ROAD, 
Phone: LEE Green 4911. Tele. : Damophon, Lewis, London”’ 2071 ANERLEY ROAD: LONDON -S-E-20 


LONDON, S.E.13 ANUFACTURERS OF RELAY 


RELAY LQA 
approved 
and passed 

by the 


P.O. 


Ask for Leaflet 
SPN/ER 


[ONDEX- 11D 


ean for RELAYS 


Dorset House, Stamford Street, London, 


Printed in Great Britain at THE OHAPEL RIVER PRESS, Andover, Hants, and = by ELECTRICAL REVIEW, 
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TRANSFORMERS 


AIR-COOLED 
AND 


OIL IMMERSED 
0-50 kVA 
Special units designed and aR 
built for any application 


SWITCHBOARDS & 
GENERAL POWER 
EQUIPMENT 
MANUFACTURED & 
SUPPLIED 


THE NELSON ENGINEERING CO. LTD. 


NETHERFIELD WORKS, NELSON, LANCS 
PHONE 1545-6 


Stoving Varnishes, Black or 
Clear. Air Drying Varnishes 
Black or Clear. Cable 
Lacquers, non-flam, ete 
Sleeving Varnishes. Cloth 
Varnishes. Core Plate Var 
nishes. Copper, Enamels 


Why not submit - your pr 
there’ no obligati 


inchin, Johnso 


ITLEY COURT, WITLEY, SURREY, and 6, ARLINGTON STREET, LONDON| Sm 


ut 
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All-insulating 


TUBING SYSTEM | 


Employing 
Laminated Bakelised Paper 


(a) Good mechanical (b) Strong resistance to (c) Resists corrosion by 
strength. delamination. many chemicals. 


(d) Impervious to humid atmospheres. (e) Light weight. 


aoe ev wt This insulating tubing system consists of five 
units which enables a complete installation 
world ow to be carried out with a minimum amount 
p E of labour and material. Specially recommended 


for Nissen huts, Hostels, Hospitals, or any 
building of a temporary nature. 


PRODUCT 
Obtainable from all G.E.C. branches. 


The junction box used as a mounting 

for switch and batten type holder. and ie: 

underneath, tubing and fibre coupler. Illustrating the PLASDUCT junction 
box, tubing and undrilled fibre cover. 


Advt. of The General Electric Co. Ltd., Magnet House, Kingsway, London, W.C.2 
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